Accordingly, complainant's motion to dismiss is granted and the
petition for discretionary review filed by Crescent Coal Company is
dismissed as premature. The parties may file petitions for discretionary
review in accordance with section 113 of the Federal Mine Safety and
Health Act of 1977 and Commission Rule 70 (29 C.F.R.2700. 70) once the
judge has made his final disposition of this proceeding.

A. E, Lawson, Commissioner

Marian -Pekrlman Nease, Commissioner
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